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Mr. H, Woods, 
The American Numismatic Society, 
Broadway and 156th St. 
New York City 
My dear Mr, Woods:- 
In accordance with 
your request, I am pleased to give you 
the address of Lilli Lehmann,- Grunewald, 


Berlin, Germany. 


Sincerely yours, 


pecretary. 


